® Optical Sidebands Multiplier 
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Optical sidebands have been gener- 
ated with relative frequency tens to hun- 
dreds of GH z by using optical sidebands 
that are generated in a cascade process 
in high-quality optical resonators with 
Kerr nonlinearity, such as whispering 
gallery mode (WGM) resonators. For 
this purpose, the WGM resonator needs 
to be optically pumped at two frequen- 
cies matching its resonances. These two 
optical components can be one or sev- 
eral free spectral ranges (FSRs), equal to 
approximately 12 GFIz, in this example, 
apart from each other, and can be easily 
derived from a monochromatic pump 
with an ordinary EOM (electro-optic 


modulation) operating at half the FSR 
frequency. With sufficient nonlinearity, 
an optical cascade process will convert 
the two pump frequencies into a comb- 
like structure extending many FSRs 
around the carrier frequency. This has a 
demonstratively efficient frequency con- 
version of thistype with only a few milli- 
watt optical pump power. 

The concept of using Kerr nonlin- 
earity in a resonator for non-degener- 
ate wave mixing has been discussed be- 
fore, but it was a common belief that 
this was a weak process requiring very 
high peak powers to be observable. It 
was not thought possible for this ap- 


proach to compete with electro-optical 
modulators in CW applications, espe- 
cially those at lower optical powers. By 
using the high-Q WGM resonators, the 
effective Kerr nonlinearity can be 
made so high that, using even weak 
seeding bands available from a conven- 
tional EOM, one can effectively multi- 
ply the optical sidebands, extending 
them into an otherwise inaccessible 
frequency range. 

Thiswork wasdonebyDmitryV. Strekalov 
and Nan Yu of Caltech for NASA's Jet 
Propulsion Laboratory. Further information 
is contained in a TSP (see page 1). NPO- 
47322 


® Single Spatial-Mode Room-Temperature-0 perated 3.0 to 3.4 pm 
Diode Lasers 

These devices can be used in gas sensing for environmental monitoring. 
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Compact, highly efficient, 3.0 to 3.4 
pm light emitters are in demand for 
spectroscopic analysis and identification 
of chemical substances (including 
methane and formaldehyde), infrared 
countermeasures technologies, and de- 
velopment of advanced infrared scene 
projectors. The need for these light emit- 
ters can be currently addressed either by 
bulky solid-state light emitters with lim- 
ited power conversion efficiency, or 
cooled Interband Cascade (1C) semicon- 
ductor lasers. 

Researchers here have developed a 
breakthrough approach to fabrication of 
diode mid-IR lasers that have several ad- 
vantages over I C lasers used for the M ars 
2009 mission. This breakthrough is due 
to a novel design utilizing the strain-engi- 


neered qu an turn -well (QW) active re- 
gion and quinternary barriers, and due 
to optimization of device material com- 
position and growth conditions (growth 
temperatures and rates). Flowever, in 
their present form, these GaSb-based 
laser diodes cannot be directly used as a 
part of sensor systems. The device spec- 
trum is too broad to perform spectro- 
scopic analysis of gas species, and operat- 
ing currents and voltages are too high. 

In the current work, the emitters were 
fabricated as narrow-ridge waveguide 
index-guided lasers rather than broad 
stripe-gain guided multimode Fabry- 
Perot (FP) lasers as was done previously. 
These narrow-ridge waveguide mid-IR 
lasers exhibit much lower power con- 
sumptions, and can operate in a single 


spatial mode that is necessary for 
demonstration of single-mode distrib- 
uted feedback (DBF) devices for spec- 
troscopic applications. 

These lasers will enable a new gener- 
ation of compact, tunable diode laser 
spectrometers with lower power con- 
sumption, reduced complexity, and 
significantly reduced development 
costs. These lasers can be used for the 
detection of HCN, C 2 PI 2 , methane, 
and ethane. 

T his work was done by Siamak Forouhar, 
Clifford F. Frez, and Alexander Soibel of Cal- 
tech and Gregory Belenky, Leon Shterengas, 
and Ge/a KipshidzeofT heStateU niversity of 
New York at Stony Brook for NASA's Jet 
Propulsion Laboratory. For moreinformation, 
con tact i a offi ce@jpl. nasa. gov. NP 0-47 377 


® Self-Nulling Beam Combiner Using No External Phase Inverter 
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A self-nulling beam combiner is pro- 
posed that completely eliminates the 
phase inversion subsystem from the 
nulling interferometer, and instead uses 
the intrinsic phase shifts in the beam split- 
ters. Simplifying the flight instrument in 


this way will be a valuable enhancement of 
mission reliability. The tighter tolerances 
on R =T (R being reflection and T being 
transmission coefficients) required by the 
self-nulling configuration actually impose 
no newconstraintson the architecture, as 


two adaptive n u Hers must be situated be- 
tween beam splitters to correct small er- 
rors in the coatings. 

The new feature is exploiting the 
natural phase shifts in beam combiners 
to achieve the 180° phase inversion 
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